MONTEVALLO  CHURCH  OF  CHRIST 
Montevallo,  Alabama 
This  building  was  erected  in  1954,  the  first  service 
being  held  on  April  13th,  1954.  The  Montevallc 
Church  of  Christ  is  conveniently  located  for 
Alabama  College  students,  being  only  one-half 
blr-k    from   the   Main   entrance   to   the  college. 
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